DART AEROSPACE LTD 


FIRST ARTICLE INSPECTION CHECKLIST 


[ Prototype 


Drawing Actual 
Biensige Tolerance Commentë 
0.098 +0.004/-0.001 
0.944 
8.996 
4.249 


12.496 +/-0.010 
0.040 +/-0.010 
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